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acids are all eighteen carbon atom acids, but are of three different
series, varying in their degrees of hydrogenation as is shown in
the following empiric formulae:
Linolic acid.....................   CnHsiCOOH
Oleic acid......................   CnHMCOOH
Stearic acid........,............